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MET HOB OH OPERATION 
FRAME LINE CIRCUIT 

For Talking Between Trouble Desk - And district gender and Translator Frames - 
Trouble Desk ~ Full Mechanical power Driven System, 


Omit the phrase:- ’’one primary winding of the S3 induction coil" in sentence 

2 of paragraph 2, 

Under “Circuit Requirements” the requirements for the H44 shall be changed to 
read as iollcwsj- 


OIRCUIT RB5.U I RE'iLUT S 


THE. .READJ UST REQDTRt&fEhTS SHOWY B ELO W ARE FOR M/JNTEUAUOE USE ONLY 

OPERATE . NON-O PEPATE RELEASE 

H44 Read ,j . ,043 amp. All contacts shall be 

(T) Test ,061 amp, tensioned to a minimum 

Wdgs# of 15 grams* 

in 

series 

aiding 


EHG— WL3MDB. 

12 / 2 / 22 . 


OKK»D.— WCD-CWP, 


APPROVED - G. L, SflJYDER, G.M.L, 


Western Electric Go., incorporated. 
Engineering Dept., 

Hew York. 


( 2 Pages) Page #1. 

Issue a - HE- 431 458 • 

Replacing all previous issues# 
May 17, 1822. 


METHOD OP OPERATION 
FRAME LINE CIRCUIT 

For Talking Between Trouble Desk - A nd District Sender and Trenslator Frames - 
Trouble Desk - Full Mechanical Power Driven System. 


PT10N 


1 This circuit is used for communi eating between the district, sender 
and translator frames, and both the trouble desk ard switchman’s desk. 


. -•«»- .. m ■ ■ — 

2 A call is made to the trouble desk by inserting the twin plug of a. 
telephone set in a jack located at the frame. The insertion of tne twin plug 
in^ the jack, closes a circuit from battery through the primary winding of the 
T relay the transmitter, one primary winding of the 23 induction coil, secon - 
ary winding of the T relay to ground operating the T relay. The T relay ope*" 
atil closes a circuit from battery through an interrupter break contacts of the 
GO relay to ground through the lamps, causing them to flash, and also cl ^es 
a circuit to operate the auxiliary signal. The call is answered at the trouble 
desk by operating the talking key which closes a circuit from ground thiougi 
the contacts of the key, to battery through the winding ot the GO relay which 
onerates. The GO relay operated, (a) locks to ground under control of the I 
relay, (b) opens the auxiliary signal circuit and (c) changes the lamps rom 
flashing to steady as a busy signal. 

3, At the conclusion of the conversation, the twin plug is withdrawn 
from the frame jack, releasing the T relay. Vihen tne key Is released, t e e 
relay releases extinguishing the line lamps and restoring the circuit to normal. 
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METHOD OF OPERATION 
FRJ&IE LINE CIRCUIT 

For Talking Between Trouble Desk . And District Sender and Translator Frames - 
Trouble Desk - Full Mechanical Power Driven System* 


fl fflffSRAL DESCRIPTION 

1 This circuit is used for communicating between the district, sender 
and translator frames, and both the trouble desk ard switchman’s desk. 


DETAILED DE RORimOS 


?. A call is made to the trouble desk by inserting the twin plug of a 
telephone set in a jack located at the frame. The insertion of tne twin plug- 
in the jack, closes a circuit from battery through the primary winding o. the 
T relay the transmitter, one primary winding of the 23 induction coil, secon - 
ary wtSing of the T rally to ground operating the T relay. The T relay oper- 
ated closes a circuit from, battery through an int errupt er break ° * th& 

00 relav to ground through the lamps, causing them to flash, aid also cl 
folrwft to operate the auxiliary signal. The call is answered at the trouble, 
desk by operating the talking key which closes a circuit from ground t hi oug i 
the 'contacts of the key, to battery through the winding of the CO relay vhidi 
operates. The 00 relay operated, (a) locks to ground under control of the I 
relay, (b) opens the auxiliary signal circuit and (c) changes the lamps from 
flashing to steady as a busy signal, 

3, At the conclusion of the conversation, the twin plug is vrtthdrawn 
from the frame jack, releasing the T relay. When the key is released, the oO 
reJay releases ®tiiguis*ing the line lamps and restoring the circuit to normal, 
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aiRCUKP ROT IRlffif S 


THE READJUST REQUIEamS SHOWN BELOV; ARE FOR MAT.IviTEK.ANOE USE ONLY 
OPERATE NON-OPERA TE RELEASE 


E34 

(GO) 

Read 3 . 
Test 

•020 amp. 
•030 amp. 

All contacts 
tensioned to 
of 15 grams. 

shall be 
a minimum 

1144 

(T) 

Read j. 
Test 

•043 amp. 
.061 amp. 

All contacts 
tensioned to 
of 15 grams. 

shall be 
a minimum 


MG.-V/LR-KX. 

12 / 2 / 22 . 


APPROVED - C. L. SUHffER, G.M.L. 


GHK'D.— WOD-CWP 


